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Confluence  of  Animas  River  and  San  Juan  River  - Notice  color  difference 
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Aztec  Domestic  Water  System-Animas  River  Pump  facility.  Taken  at  0830  on  8/8/15 
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Aztec  Domestic  Water  System-Animas  River  Pump  facility.  Taken  at  0830  on  8/8/15 
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